The  Annual  Report  of  the  Medical  Officer  of  Health  .1,  . . If 
of  the  Urban  District  Council  of  Menai  Bridge^Atv  ’ a -4/* 
for  the  year  1945* 


Statistical  and  Social  Conditions  of  the  Area, 


Area*  (in  acres). 

Registrar  General’s  estimated  resident  population 
Number  of  inhabited  houses  (end  of  1943)<~ 

Rafeeable  Value. 

Sum  represented  by  a Penny  Rate* 


Extracts from  Vital  Statistics. 
The  Birth  Rate0 


x 
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The  number  of  births  during  the  year  was  26,  and 
was  made  up  as  follows 

Malee  female . Total* 

( Legitimate*  ‘~9  i4  "23 

Live  Births.  ' 

Illegitimate,,  1 2 3 


Stil1  Births*  There  wore  no  still  births« 


7h©  Live  Birth  Rate  is  therefore  13.2  per  1000  of  the 
population* 

, The  Live  Birth  Rate  for  England  and  Wales  during  the  year 
1945  was  16. 1 per  1000  of  the  population-. 


The  Death  Rate* 

The  total  number  of  deaths  from  all  causes  in  the 
area  was  23*  This  figure  is  the  one  obtimed  after  correcting 
for  inward  and  outward  transfers*  Of  the  dp  deaths,  12  were 
males  and  11  ?/ere  females*  Heart  Diseasr  caused  10  deaths. 
Intracranial  vascular  lesions  caused  3 deaths. 

Cancer  and  Tuberculosis  caused  only  1 death  each. 

( Intracrania''  vascular  lesions  comprise  what  are  popularly 
spoken  af  as  ’’strokes*  ) 

There  were  no  deaths  e~r'  inf'  is  under  one  year  of  age. 

There  were  nc  deaths  - m an  of  the  infectious  fevers 
including  measles,  whooping  cough  abd  diarrhoea. 

The  Annual  Loath. the  Rate  for  the  district  was  13.4 
per  1000  of  the  population. 

The  Death  Rate  for  England  and  Wales  was  11*4  per  1000* 

Owing  to  the  War  the  Registrar  General  has  been  triable  to 
provide  us  with  a Comparability  Factor  but  it  can  be  stated 
that  the  number  of  inhabitants  of  this  District  for  the  higher 
age  groups  is  greater  than.,  the  average  for  the  cou ::  fry  as  a whole 


General,  provision  of  Health  Ser-v ices  for  the  Area. 


The  Local  Authority  employs  one  part  time  Medical  0 1 leer  and 
one  Sanitary  Inspectdr. 

Hospitals. 

There  are  he  hospitals  i.n  the  District  but  the  C*>  end  A* 
Infirmary  is  only  two  miles  away  and  all  bypes  o'~  eases  are 
treated  there. 

Ambulance  Facilities • 

There  is  one  ambulance  in  the  District-  It  is  nc  b very 
reliable  for  various  reasons,  one  being  tab  it  is  not  always 
easy  to  find  a driver  and  the  other  that  it  is  very  difficult 
to  start  up. 

However  there  is  an  ambulance  at  Llangefni,  wh&c  h is  very  good 
and  readily  available*  Cases  of  the  Infectious  fevers  are 
taken  to  the  Isolation  Hospital  at  Llangefni  in  thsir  own 
ambulance. 

Laboratory  Facilities. 

There  are  Tow  E.M.S.  Laboratories  within  easy  reach.  One  is 
p'1'  3 runway  and  the  other  at-  Bangor. 


* 
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Nursing  in  the  homr. 

There  is  one  District  Nurse  whose  area  includes  the 
Parish  of  Llandegfan  as  well  as  this  District. 

Maternity  fed  Child  Welfare. 

There  is  an  Antenatal  Clinic  which  is  visited  once  a month 
Toy  Mr.  0.  Vaught:  Jones,  F. R.  C.S.  the  gynaecologist. 

Expectant  mothers  are  more  ready  to  avail  themselves  of  the 
benefits  of  this  clinic  than  they  were  in  its  earliest  days. 

A large  proportion  of  mothers  still  go  to  institutions  for  J 
their  confinements  though  the  County  Hospital  at  Bangor  has 
been  compelled  to  reduce  the  number  of  admissions. 

Tfee  Infant  Welfare  Clinic  is  held  on  alternative  Tuesdays. 

The  doctor  and  nurse  attend  each  clinic  and  are  assitsted  lay 
ladies  of  the  committee  who  give  their  help  voluntarily 
and  are  keenly  interested  in  the  work. 

The  attendance  is  very  good  and  the  good  physical  appearance 
of  the  ababies  is  evident  and  is  often  re marked hup on. 

Diptheria  immunisation  is  carried  out  at  the  clinic  when  the 
babies  reach  the  age  of  about  one  yaaa?.  The  mothers  are  all 

anxious  that  their  babies  should  be  immunised  and  there  appears 
to  be  little  heed  for  very  active  propoganda.  Two  very  serious 
epidemics  which  occurred  in  the  past  i.e.  in  1012-13  and  1938 
still  remain  indelibly  stamped  in  the  memories  of  the  people 
of  this  District.  Mentiom  must  be  made  once  more  of  the 
work  of  the  District  Nurse  for  arranging  the  attendances  and 
for  calling  on  those  mothers  who  do  not  attend  the  clinic  so 
that  no  child  is  missed  out# 

School  Minor  Ailment  Clinic. 


The  District  Nurse  attends  every  Thursday  and  the  doctor  on 
the  second  Thursday  of  each  mdmtlh. 

Cl?  bhooaedics. 

A Liverpool  orthopaedic  surgeon  visits  the  County  at  intervals. 
All  doctors  and  nurses  are  notified  of  his  visits  so  that  they 
may  arrange  for  the  attendance  of  any  children  who  need  advice 
about  any  deformities  etc. 

Sanitary  Circumstances  of  the  Area. 

There  were  no  important  changes  in  drainage  and  sewerage 
during  1945# 

Water. 


Chlorination  is  still  carried  out  and  the  amount  of  chlorine 
is  fairly  large  i.e.  about  2 parts  of  chlorine  per  million  of 
water.  This  is  the  amount  which  was  indicated  as  being 
necessary  during  heavy  raingall.  Samples  of  water  are  sent  to 
the  E.M. S.  Laboratory  at  Conway  for  examination.  The  local 
supply  is  not  sufficient  for  the  need  of  the  District  during 
the  summer  months,  and  water  has  to  be  obtained  from  Bangor 
by  means  of  a pipe  on  the  Menai  Suspension  Bridge® 

Prevelance  of  and  Control  over  Infectious  Diseases® 


Immunisation  against  Diptheria  in  children  of  school  age 
fts  carried  put  by  the  School  Medical  Officer  working  for 
the  County  Authority®  For  immunisation  of  younger  children 
see  under  Maternity  and  Child  Welfare® 
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Notifiable  Diseases 

(other  than  Tuberculosis)  during  19U5. 

Dise  ase. 

Total  Cases 

Cases  admitted 

Total 

notified. 

to  hospital 

Deaths. 

Smallpox. 

0 

0 

0 

Scarlet  Fever. 

7 

7 

0 

Enteric  Fever. 

0 

0 

0 

(incl.  Paratyphoid) 

0 

Puerperal  Fevetf. 

0 

0 

0 

Puerperal  Pyrexia. 

0 

0 

0 

Pneumoni  a. 

0 

0 

0 

Whooping  Gough. 

2 

0 

0 

Me  as  le  s. 

20 

0 

0 

Other  Diseases. 

0 

0 

0 

Tuberculosis. 

New 

Cases, 

De  athsir 

Age  Periods.  Pulomonary.  N on-Pulmonary,  Pulmonary.  Non- 

-Pulmonary, 

M.  F. 

M. 

F. 

M.  F. 

M. 

F. 

0-  ..  ..  00 

0 

0 

0 0 

0 

0 

!*■*  . • . . 00 

0 

0 

0 0 

0 

0 

5— - • • . . ft  1 

0 

0 

0 0 

0 

0 

15~. . . . oo 

0 

0 

0 0 

0 

0 

25-*  • • • 10 

0 

0 

0 0 

0) 

0 

35-..  ..  10 

0 

0 

0 0 

0 

0 

I4.5— ••  • . . 0 1 

0 

0 

0 a 

0 

0 

55-. . . . 0 0 

0 

0 

0 0 

0 

0 

65-  upwards  0 0 

0 

0 

o 0 

0 

0 

Totals.  2 2 

0 

0 

0 1 

0 

0 

Ophthalmia  Neonatorum. 

No  cases  of  this  disease 

were 

reported. 

H.  R,  Fisher, 

Medical  Officer  of  Health, 


